JESSE  LEE  METHODIST  CHURCH 
EASTON.  CONNECTICUT 


— the  first  and  for  24  years  the  only  Methodist 
church  in  New  England  was  founded  in  1789  and 
has  served  God  and  man  continuously  for  175 
years.  Lee,  a  circuit  rider  who  had  been  assigned 
all  New  England  for  his  parish,  built  the  original 
chapel  which  was  replaced  by  the  present  struc- 
ture in  1813. 

VISITORS  WELCOME:  THE  CHURCH  IS  ON  FLAT  ROCK 
ROAD  OFF  ROUTE  59  ABOUT  2  MILES  NORTH  OF 
MERRITT  PARKWAY  EXIT  46. 
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